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IMPORTANCE 
YOUR PROGRAM 
FOR INCREASED 
PRODUCTION 




Republic Creosoting Compantj 



Indianapolis Indiana 

USA 



To Industrial Executives, 
Architects and Builders: 



IN THE erection of a new industrial 
plant, or of additional units to one 
already established, it should bt 
membered that because of its direct 
relation to profitable production, tht 
floor is one of the most important 
parts of the building. 

Experience of industrial executives in 
all parts of tin country, in widely 
varying lints of manufacture, has 
proved that creosoted wood hi oik 
floors bring about large savings in re- 
pairs and replacements, increase tht 
iency of employees, and spud up 
production over any other type of 
floor. 

Certainly these f tunas will greatly 

affect the success of any manufacturer 
and merit your serious consideration. 
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Republic Creosoted Wood Block Floors 




The Home of Frigidaire 

ABOVE is shown the huge 1926 
, addition to the Frigidaire plant 
at Daj ton, regarded as one oi the most 
modern factory buildings in America. 

Ir is floored throughout with Republic 
creosoted wood bl< 
This installation required 22^ I 
loads of blocks and 17 cars of pitch, 
constituting the largest ti act 

in the history of the industry. 

The determining factors in the award- 

of this contract were the quality 
ot the product. Republic's lai 

nvd block material, and the 
complete organization which enabled 
it to guarantee delivery and installa- 
tion within <>0 d.v 






Increase Plant Production and Profits 



An Industrial Floor That You'll Not 
Have to Ref>l<i< < 

The remarkable success of American industry has 
come through prompt acceptance and use of new 
ideas and methods as soon as they have proved of 
value. 

The following paragraphs, which set forth the prin- 
cipal advantages of Republic creosoted wood block 
floors, reflect the experience of hundreds of Ameri- 
can industrial executives and portray exactly what 
you can expect from these floors in your own plant. 



Republic floors are adapted to any of 
the various conditions that exist in 
widely differing branches of industry. 
It is a type of floor that is practical 
under all conditions. 

Only time can tell the age limit of 
Republic floors. The first one laid, 
now over 22 years old, is still in daily 
use and, in spite of the hard usage it 
has had, is as good as new. No Re- 
public floor has ever worn out. 
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They Save 
Repair and 
Replacement 
Expense 



Manufacturers, under varying con- 
ditions, have proved that Republic 
floors practically eliminate all floor 
repair and replacement expense. 



They Stand 
Harder Usage 
Than Any 
Other 
Industrial 
Floor 



"l on can count on Republic creosoted 
wood block flooring to give you un- 
numbered years of satisfactory ser- 
vice under hard usage that would chip 
and crumble cement, splinter and 
quickly wear out wood plank flooring. 






Ibis is important in main plants 

re sharp-edged tools arc used. In 

others, heavy castings being moved 

about damage eithei themselves or 

the floor r\ cry tim< i dropped. 
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Republic floor- fine 

abrasive dust that results from 
stant Wi 'it Boon 1 

dust is injurious to manv pi mil 

to the bea ' t ostly mac hin< 
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C*£osoted Wood Block Floor* 









Since the grain end of the block for 
:he floor surface, it [ 5 a Arm 

and tough. ding cushion. 1 

renders footsteps noiseless and 
sorbs the vibration and w :he 

noise of machir. 



E 



The comfort of employees has much 
to do with efficient production. Re: 
lie floors are warm, dry, rc and 

free from dust. This makes them pop- 
ular with workmen. 






Wood, impregnated with pure, heavy 
creosote oil, will be preserved indefi- 
nitely. Creosote renders it chemically 
proof against all agents that induce 
decav and disintegration. Creosote re- 
pels vermin of all kinds. 






In your plant Republic floors will 
make possible better, quicker and 
more economical handling of raw 
materials and manufactured product: 
stimulate the individual efficiency of 
your workmen, and eliminate heavy 
floor repair and replacement expenses. 
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section of the mammoth 

h include 80 acres 

ysoting plant in the world. 




The Com\ 



To i 

- 
blocks, Republic has 
lions 
stock in : all 

shows piles of block 

nearly a hat - 
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* FACTORIES 
• BRANCHES 



There Is a Republic Factory or Branch 
Close By You 

We maintain 6 factories and 13 branches, 
as indicated on the above map, in order 
to efficiently and economically serve you 

Practical or technical information referring to your flooring 
conditions is quickly available from the Republic branch 
nearest you. This Republic service is yours for the asking 
and implies no obligation on your part. We would be glad 
to hear from you. 

Prompt Deliveries and Satisfactory 
Service in Laying Republic Floors 

The vast organization of the Republic Creosoting Company 
— its coverage of the entire United States — makes it possible 
to give you unusual deliveries and prompt service in laying 
your floor. 

Please address your inquiry to the General Offices of 
Republic Creosoting Company, Indianapolis, Indiana 



Republic Creosoting Company 
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Fabricating Shop, Link Belt Plant, Chicago 

Hard Service Shows No Effect on 
This Republic Floor 



Ten-Ton 
Tractor Crane 
Doesn't Hurt 
This Floor 



This view of the machine and fabricating shop 
in the Link Belt Company's Chicago plant shows 
how Republic floors stand up under extremely 
hard punishment. In the rear at right can be 
seen a 10-ton caterpillar crane used on various 
parts of the floor. Also note the piles of heavy 
castings. Parts of this floor have been flooded 
twice in 1924 without resulting in damage. This 
floor was installed in 1920. 



IPAN* 
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Creosoted Wood Block Floor Data 

Important for You to Have in Determining 
Reflooring Problems 

Shape of Block to be Used 

The shape of the block is a minor consideration. We are 
equipped to make 15 different shapes and types and supply 
any shape you specify, yet we say frankly that none of these 
is the equivalent of the standard rectangular block in actual 
service. Claims made for various types and shapes are not 
borne out in actual use. 

Thickness of the Wood Block 

The depth of the wood block must be gauged by the particu- 
lar load-carrying requirements. Ordinarily the 3" standard 
block gives maximum satisfaction, leaving a factor of safety 
for peak loads. We suggest that you permit a Republic floor- 
ing engineer to give you practical suggestions after surveying 
your particular needs. This Republic service is yours for the 
asking, and not only assures a correct block, but also fre- 
quently results in a substantial saving. 

The Character of Wood Preservaii\ i 

Wood blocks saturated with pun heavy creosote oil become 
practically as permanent as stone. But, in the stress of com- 
petition, creosote is often adulterated with coal tar and other 
substitutes and put out under trade names. These are of pre- 
servative value only in relation to the amount of creosote they 
contain. Crude coal tar is of questionable preservative value 
and is used as an adulterant to cheapen the product. 
Creosote varies in volatility. Light creosote oil — although an 
ideal preservative — evaporates quickly and in time leaves tin- 
wood unprotected. Heavy-bodied creosote oil does not evapo- 
rate, but is permanent; that is, it remains in the wood in- 
definitely. (Continued to Page 14) 
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View of Creosote Still 



Republic Manufactures All Its 
Oivn Creosote 

Republic The importance of the above statement should 

not he overlooked. OrdinariK creosote oil is a 
by-product in the manufacture of pitch, and most 
of it is of the lighter and more volatile grades. 
In the Republic plant creosote is a primary prod- 
uct, and pitch the by-product, so that the charac- 
ter of the oil is controlled absolutely. Republic 
controls the patented Reilly process, which en- 
ables it to produce a heavier and more stable 
creosote oil than is possible by any other method. 
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Tm Is Important 

te (exclusive of adulterants) that is 
face throughout the wood determines 
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minds to 22 pounds per cubic foot, 
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Commendation of Republic Creosoted 
Wood Block Floors 

"Pickling Acid Doesn't Hurt Them" 

"Replying to your inquiry in reference to Republic creosoted wood 

block floors: We bought the floor to put in our pickle room, a very 

wet place, where a concrete floor soon gives out, owing to the acid. 

It has been in use several years and has fulfilled our expectations 

oerf ect 1 v " 

STURGES & BURN MANUFACTURING COMPANY 

Chicago 

* * * * 

"Proves to be All That Was Claimed for It" 

"We put in a Republic creosoted wood block floor in our new mill 
building (in 1917) because investigations made at the time indi- 
cated that it was the most td\ nntageous factory floor. The ordinary 
board floor would not have stood the wear and tear, and concrete 
would have been unhealthy, hard on the operatives, and very noisy. 
Our experience with this floor proves to be all that was claimed 
for it. We are well pleased and find it ideally suited for its 
purpose. National Hosiery Mills 

New Orleans 

* * # * 

B / Surface for Heavy Trucking" 

"At our Hawthorne plant we have experimented with various types 
of floors, in order to obtain one that would withstand heavy truck- 
ing service, and have adopted creosoted wood block as the best sur- 
face where the same is subjected to heavy trucking, rherefor* 
our Kearney plant, we are installing Republic wood block on the 

first floor of all the building." . . „ „ 

Western Electric ( ompani 

New York 

* * * # 

"Floors Are Durable, Quiet, and Resist Slipping" 

"We have approximately 28,000 square yards of Republic wood 
block flooring, which has been in service since 1922, We had prac- 
tically no repair cost and not much apparent wear. The floors are 
durable, quiet, and resist slipping, which speeds up trucking and 
lessens truck repair." 

Thi eet \\i) Window (Ji \ss Company 

Toledo, Ohio 
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"Last Word in Factory Floors" 

"We purchased a Republic creosoted wood block floor for the very 
reason that, in our estimation, it was the last word in factory floors, 
and it is fulfilling our expectations. We have no suggestions to 
offer as to improvement of your product or its installation. It has 
been very satisfactory to us." 

The Canadian Crocker-Wheeler Company, Ltd. 
St. Catherines, Ontario 

* * * * 

"Found Republic Fair and Dependable" 

"The Republic floors put in for us have been subjected to constant 
heavy trucking, but are standing up very good and show no wear 
whatever. Based on our own experience, we have no hesitancy in 
saying that these fulfill all the claims made for them. We found 
the Republic Company fair, honest and dependable in all our deal- 
ings with them." American Stove Company 

Lorain, Ohio 

* * * # 

"Thoroughly Sold on Wood Block Floors" 

"Our plant, all on one floor, covering one and one-quarter acres, 
was floored with Republic creosoted wood blocks in 1923, and we 
are very much pleased with its resiliency and wearing qualities. 
It is practically noiseproof. We do considerable trucking over the 
floor, but have not had to replace a single block because of wear. 
The writer is thoroughly sold on wood block floors for f actory 
purposes." c R Kilmington, Superintendent 

Publishing House of the Methodist Episcopal Church, South 
Nashville, Tenn. 



"Heavy Castings Do Not Damage" 

"We have several floors of Republic creosoted wood blocks and all 
have proved very satisfactory. The floors do not tire the workmen, 
and the wearing qualities are all that you could ask. Our produc- 
tion includes many heavy castings, which are very destructive to 
concrete floors, but apparently do not damage the wood block 

floors '" The Bessemer Gas Engine Company 

Pa. 
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